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Al ARAB MEDICAL LABORATORIES 


Patient Name: MUNIF MAHDI ALANAZI Referral: First Medical Laboratory -3 
ID Number: Y252702 Collection Time: 2021-12-23 12:10:13 
Date of Birth: 1992-11-19 Reporting Time: 2021-12-24 21:18:15 
Gender: Male Sample ID: 486902 


Phone No: «966506680950 


Test Description Result 


COVID19- test by RT-PCR 
Qualitative detection of SARS-COV-2 (Corona Virus) Not Detected, Test result is (Negative) 
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***END OF REPORT*** 
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